14,104 


1208 


A. 

B. 


C. 


Dispensed From Pumps 
Purchased Commercially 

(1) GL Imprest Funds 

(2) Credit Cards 
Interagency Motor Pools 


TOTALS: 


Total Miles Driven 


A. * Sedans/Station Wagons 

B. Vanwagons 

C. Trucks 

D. Buses ' v 


TOTALS: 


GRAND. TOTAL MILEAGE : 


$Amount 
$ Amount 83.04 


LSD 


(55,637) 
(18,211) 
( 7353 ) 
(13,516) 


,7 ' 7 


V - 

44; ii 7 


Other 

Componets 


(52,005) 
(12,4731 
(1901 ) 


O , 3 ”7 *7 


+- 


v 

66, -3^ 


Gals . 


Gals. 


Gals . 


68 Gals. 


Gals. 


14J72 Gals. 


Gasoline 

Powered 

Vehicles 


107,642 M iles 
50,6.84 M iles 
5254 Miles 


150,955 M iles 


Gals TP 


Gals. 


Gals . .V. 


Gals . 


h fc. 

-AS® 


Gals, -.v 


1208 


Gals. 




Diesel 

Powered 

Vehicles 


m m 

ist 


Miles' 


Miles 


Miles 


m 


10s 141 M iles 
10,141 Miles’ 




161,096 


Miles: 


gfgfl 

:|;H 


' ipr.. 
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MILEAGE. AND FUEL CONSUMPTION DATA (Cont.) 


Types of Vehicles : 


0L Controlled 


Not Under 
OL Control 


Subconpact/ Compact Sedans /Stationwagons 

Midsize Sedans/StatIonwagons-Class-3 

Large Sedans/Stat ionwagons - Class -4 

Trucks § Vanwagons: (17 trucks § 24 vanwagons) 

(1) Gasoline 

(2) Diesel 
Buses : 

(1) Gasoline 

(2) Diesel 


22 XStrks , I 


TOTALS: 
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